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DR. HUBER .' ' ,._d • 


I would like clarification of the ownership and use of 
equipment purchased with funds provided by the grantors to the 
’ Smoking and Health Research Program. •• ... ... ... . ' . 

^ ■ As you know, we have variable amounts of support from 

) on-tobacco related research. Sponsors for these programs range • 
from Federal agencies to the private sector. *. . . • * 

, v : In addition to our research activities, several of us in 

• the Smoking and Health Research Program who have clinical interests 
within the hospital ana”medical school have been asked to provide- 
.Cl guidelines for the use of equipment in support of patient related 
activities. . . .. . • * • " - •;-• 

" TT .To help us resolve, for the present and the future, any 

.questions or potential conflicts related to ownership and u-fcili— 

, zation of the Smoking and Health Research Program equipment, would 
you please respond specifically to the. following points: (1) 
ownership end utilization of equipment generally, (2) use of 
equipment in other research programs not funded by the tobacco 
industry and (3) use of equipment for non-project-related clinical 
- services in the hospital.* • . 

■y i do hope you can clarify these matter- in the spirit of 

-..those goals for which the grantors established the program. 


Source: https://www.industrydocuments.ucsf.edu/docs/mjylOOOO 
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